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COMMENTS (Number each comment to show from whom 
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1, Attached is a copy of Mr. 
Garrison's memorandum which 
states that proper viewgraph 
equipment has been obtained and 
tested in the auditorium. Colonel 
White will appreciate your determina- 
tion that this equipment is entirely 
satisfactory. 


4 


Att: Meme dtd 28 Oct 63 to DD/S fm 
james A. Garrison, subj: 
Projection Equipment -DD/S 63-4 


ial] iueereney "C] UNCLASSIFIED 


{/ é°/ 3 Gy Lf @ ) Ss 


Approved For Release 2003/04/29 : CIA-RDP84-00780R000200010008-3 


MEMORANDUM FOR: Deputy Director (Support) 


SUBJECT: Projection Equipment 


1. This memorandum is for information only. 


2. Your informal memorandum of 11 October cited past 
use of projection equipment placed in the aisles of the 
auditorium. Proper viewgraph equipment has been obtained to 
insure satisfactory projection of transparencies from the 
auditorium projection booth. This equipment proved to be 
satisfactory during a test running at the reserve meeting held 
on the evening of 21 October. 
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Director of Logistics 


ec: OTR 


Approved For Release 2003/04/29 : CIA-RDP84-00780R00020504 ab be gt-* 


